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FEDERAL  ENERGY  ADMINISTRATION 

NATIONAL  UTILITY  RESIDUAL  FUEL 
OIL  ALLOCATION 

Supplier  Percentage  Notice  for  October  and 
November,  1974 

Pursuant  to  the  provisions  of  10  CFR 
211.163(h)(3),  211.165,  and  211.166(d) 
(2),  the  Federal  Energy  Administration 
(FEA)  hereby  provides  notice  of  the 
volumes  of  residual  fuel  oil  allocated  to 
each  utility  for  October  and  November 
1974,  and  the  percentage  of  such  volumes 
required  to  be  supplied  by  each  supplier 
for  delivery  in  those  months.  This  in¬ 
formation  is  set  forth  in  Appendix  A  for 
the  month  of  October,  and  Appendix  B 
for  the  month  of  November,  1974.  Ad¬ 
justments  of  certain  supplier  base  period 
percentages  have  been  made  at  the  re¬ 
quest  of  affected  utilities,  pursuant  to 
the  criteria  of  10  CFR  205.25  and  are  re¬ 
flected  in  the  Appendices. 

The  utility  allocations  were  deter¬ 
mined  after  review  of  the  impact  of 
available  fuel  supplies  between  utility 
and  non-utility  uses  of  residual  fuel  oil. 
In  calculating  the  allocation  level  for 
each  utility  the  FEA  considered  all  of  the 
factors  enumerated  in  10  CFR  211.163(b) 
and  also  the  following  other  factors: 

1.  The  data  contained  in  the  Federal 
Power  Commission  (FPC)  Forms  23  and 
23A  submitted  by  utilities; 

2.  Dwindling  utility  coal  reserves  com¬ 
bined  with  favorable  residual  fuel  oil 
supply  forecast  for  the  fourth  quarter, 
which  justify  temporary  suspension  of 
FEA’s  efforts  to  maximize  non-oil  based 
energy  production.  Accordingly,  no  re¬ 
ductions  have  been  made  in  allocation 
levels  for  conservation  efforts. 


NOTICES 

3.  FEA’s  prediction  that  the  supply 
level  of  residual  fuel  oil  is  expected  to 
equal  or  exceed  the  total  demand.  In  view 
of  the  impact  of  natural  gas  curtailments 
and  the  possibility  of  coal  shortages,  the 
supply/ demand  balance  could  rapidly 
change.  Accordingly,  utilities  are  encour¬ 
aged  to  build  up  inventories  through 
purchase  of  surplus  volumes  pursuant  to 
the  procedures  set  forth  in  10  CFR  211.10 
(g) ,  consistent  with  the  provisions  of  10 
CFR  211.166(0. 

The  amounts  shown  in  the  Appendices 
are  the  quantities  of  residual  fuel  oil  to 
be  delivered  to  the  utility  listed  during 
the  months  of  October  and  November 
1974.  Some  utilities  will  not  receive  any 
allocation  for  these  months.  This  is  due 
to  the  fact  that  these  utilities  bum  other 
fuels  primarily  and  use  residual  fuel  oil 
only  for  standby  purposes. 

The  Appendices  provide  the  names  of 
the  suppliers  obligated  to  supply  each 
utility  and  each  supplier’s  percentage 
and  volume  of  each  month’s  allocation  to 
a  utility.  The  first  column  of  each  Ap¬ 
pendix  lists  each  utility  with  its  sup¬ 
pliers.  The  second  column  sets  forth  the 
recommended  FEA  bum  level  for  Octo¬ 
ber  and  November.  The  third  and  fourth 
columns  provide  each  supplier’s  respec¬ 
tive  percentage  and  volume  share  of  a 
utility’s  allocated  volume  of  residual  fuel 
oil.  The  fifth  column  provides  the  total 
volume  of  residual  fuel  oil  for  each  utility 
from  all  suppliers.  Following  the  name 
of  certain  suppliers,  an  additional  sup¬ 
plier  is  shown  in  parentheses.  The  sup¬ 
plier  in  parentheses  is  presumed,  on  the 
basis  of  the  best  information  available, 
to  be  the  supplier  of  the  utility’s  supplier. 


This  information  is  provided  for  the  con¬ 
venience  of  such  suppliers  and  the  FEA 
requests  that  any  additions  or  correc¬ 
tions  in  this  regard  be  forwarded  to  FEA 
Electrical  Utilities  Reports,  Code  47, 
Washington,  D.C.  20461. 

FEA  will  consider  special  circum¬ 
stances  such  as  unexpected  outages 
which  may  cause  fuel  consumption  to  ex¬ 
ceed  FEA  bum  levels  in  any  month.  Ad¬ 
justments  have  been  made  in  the  alloca¬ 
tion  levels  of  certain  utilities  to  reflect 
necessary  corrections  in  the  delivery 
levels  authorized  in  previous  months.  It 
is  contemplated  that  corrections  or  ad¬ 
justments  to  delivery  levels  for  certain 
utilities  may  be  required  during  the 
months  of  October  and  November  to 
avoid  undue  hardship.  Such  corrections 
or  adjustments  may  be  made  pursuant  to 
10  CFR  205.20  et  seq. 

FEA  expects  the  utilities  to  consume 
supplies  at  or  below  FEA  bum  levels, 
which  are  based  on  the  utilities’  proposed 
bum  levels  less  adjustments  for  pro¬ 
jected  growth  exceeding  historic  aver¬ 
ages. 

The  utility  residual  fuel  oil  allocation 
program  is  based  in  part  on  the  data 
derived  from  utilities’  filings  of  FPC 
Forms  23  and  23A.  Thus,  the  timely  sub¬ 
mission  of  these  forms  will  be  a  neces¬ 
sary  prerequisite  to  receiving  future  al¬ 
location  notices. 

Reports  should  be  addressed  to  FEA 
Electrical  Utilities  Reports,  Code  47, 
Washington,  D.C.  20461. 

Issued  in  Washington,  D.C.,  Septem¬ 
ber  23,  1974. 

Robert  E.  Montgomery,  Jr. 

General  Counsel- 
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residual  fuel  ort  ^Locations  to  utilities  for  the  month  of  October  1974 
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1,  NORTHEAST  POWER  4'gboR Dl-NATlNG 

COUNCIL  AREA  (NPCC) 

CONNECTICUT  :  , 

NORTHEAST  UTILITIES  2 

AmERADa  HESS  COfflP 

TAD  JONES  CO  (Gift#) 

WYATT  INC  (EXXOHT 

H  N  HARTWELL&SON - IMC 

.061.000 

68.0 

21,0 

10.0 

1.0 

1,401,480 

432.810 

206,100 

20,610 

IL 

2,061,000 

UNITEO  ILLUMINATING  C& 

TEXACO 

WYATT  INC  (EXXON) 

761.000 

87,0 

13.0 

662,070 

98,930 

761*000 

MAINE  S 

bangor  hydro  elec,  co* 

SPRAGUE  4iV 

27,795 

100.0 

27,795 

27,795 

CENTRAL  MAINE  POWER  Co. 

TEXACO 

297*000 

100.0 

297,000 

297*000 

MAINE  PUnLlC  SERVICE  CO. 

DEAD  RIV.O  ( SPRAGUE  > 

25,325 

100.0 

25,325 

25,325 

MASSACHUSETTS 

BOSTON  EOISON  CO. 

WHITE  FUEL  (TEXACO) 

EXXON  : 

SPRAGUE  ;• 

746.000 

46.0 

42.0 

12.0 

.343,160 

-313,320 

89,520 

746,000 

BRAINTREE  ELEC.  LT.  OCPT. 

CK  SMITH (GOLD. EAGLE) 

15.084 

100.0 

15,884 

15*884 

E. UTIL. ASSOC. (MONTAUPXBLaCKS 
TEXACO 

290,000 

100.0 

290,000 

290,000 

FITCHBURG  GAS  &  EL. 

NORTHEAST  PETROLEUM 

14.000 

100.0 

14,000 

14,000 

HOLYOKE  GAS  ANO  ELECfKlt 
wyatt  INC  (Exxon) 

5,458 

100.0 

5,458 

5*458 

NEW  ENG.  ELEC 

ASIATIC  PETR0  G6RP 

GOLD. EAGLE 

1 .070,000 

60.0 

40.0 

642,000 

428,000 

1,070*000 
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NEW  ENG.  G  *  E 

NEW  ENGLAND  PET.KO 

648,000 

84.8 

549,504 

WHITE  FuELtTEXAC&J 

w, '  ’■  |  ■ 

15.2 

98,496 

PEABODY  ELECTRIC  lT  DEPT 
TAUNTON  MUN,  LT, 

QUINCY  OIL  CO  (EXXON 

,v  ‘-  V*!-, 

0 

33,220 

100.0 

33,220 

NEW  HAMPSHIttt  • 

—  —  —  —  —  —  •  »» 

PUB  SER  OF  N.H.  ’X 

SPRAGUE  *  t:'. 

553,000 

26.3 

145,439 

CONOCO 

73.7 

407,561 

NEW  YORK 

CENTRAL  HUDSON  GAS  i  XLEC  CO 

870,980 

AMERAOA  HESS  CORP 

100.0 

870,980 

CONSOL  EDISON  OF  NY  ; 

3*379,000 

NEW  ENGLAND  PETR# 

45.5 

1*537,445 

EXXON 

- 

20.8 

702,832 

AMERADA  HESS  COUP 

22.3 

753,517 

•  TEXACO 

- 

11.4 

365,206 

FREEPORT,  VILLAGE  OF 

BURNS  BROS  O.(NEPCO) 

1 

?0,q00 

100.0 

20,900 

LONG  ISLAND  LIGHT  CO. 

MEW  ENGLAND  PETRO 

1,602,000 

100.0 

1,602,000 

NIAGARA  MOHAWK  POWER  CO. 

660,760 

NEW  ENGLAND  PETRO 

100.0 

. 568 , 760 

.  - 

ORANGE  X  ROCKLAND  UTILITIES 

1 , 1 35 , 75i 

NEW  ENGLAND  PETRO 

31.6 

358,897 

HOWARD  FUEL  CORP 

68.4 

776,854 

648*000 

0 

33*220 

553*000 

870*980 

3*379*000 

20*900 

1,602*000 

568.760 

lil35*75l 
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ROCHESTER  GAS  &  ELECTRIC 

31 « 371 

9 

31*371 

ALLIED  0 

29.7 

9*317 

monoco  oil  company 

70.3 

22*059 

RHODE  lSt AMO 


NEWPORT  ELECTRIC  CORP 

CK  SMITH 

7.100 

100.0 

7,100 

7.100 

m 

2.  MIO-aTLANTIC  AREA  COORDINATION  AGREEMENT  (MaAO 

DELAWARE 

OELMARVA  PWR  &  LT 

STEUART  petroleum  CO 

TEXACO 
,  GULF 

CONOCO 

637.003 

22.0 

5.0 

8.0 

65.0 

190,191 

31,850 

50,960 

419,052 

637,003 

DOVER*  CITY  OF 

TEXACO 

16.399 

100.0 

16,399 

16*399 

DIsTRlCT  0F  COLUMBIA 

POTOMAC  F.LrC.  PWR. 

ASlATlr  PCTRO  CORP 

STEUART  PETROLEUM  CO 

795,000 

79.0 

21.0 

588,550 

156,950 

745*000 

MARYLAND 

BALTIMORE  GAS  &  ELECTRIC 
AMERADA  HESS  CORP 

EXXON 

1 ,120.999 

52.7 

97.3 

;  590,477 
529,972 

1*120*449 

NEW  JERSEY  " 

ATLANTIC  CITY  ELECTRIC  CoMpa 
AMERADA  HESS  CORP 

293,781 

100.0 

243,781 

243*781 

GPU  INTEGRATED  SYSTEM 

AMERADA  HESS  CORP 

SWANN  OIL  INC 

ARCOnE  OIL  CO. 

shipley-humble 

990,078 

91,6 

5.0 

2.9 

1.0 

403,111 

22,004 

10,562 

4,401 

440*078 
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v PUBLIC  SERVICE  ELECTRIC 

1 *589*  000 

1,589*000 

,  AMERADA  HESS  CORP 

78.0  1 

,239,420 

*  V.;  EXXON  % 

22.0 

349,580 

yy  ■■■.  ,r' 

vinelano.city  of  elec. 

«  •  -i 

62,730 

62,730 

SWANN  OIL  INC 

100.0 

62,730 

*•  f,  ■  .  -i. 

*■..  PENNSYLVANIA 

* 

* 

PENNSYLVANIA  PWR  &  LT 

310,000  100.0 

310,000 

310,000 

BP  TRADING  LTD 

^PHILADELPHIA  ELECTRIC  CO. 

1,300,000 

1,300,000 

ARCO  ' 

28.5 

370,500 

AMERAOA  HESS  CORP 

21.  5 

279,500 

■■  GULF 

9,0 

117,000 

NEW  ENGLAND  PETRO 

2,1 

27,300 

- 

TEXACO 

24.0 

312,000 

CONOCO 

14.9 

193,700 

1  3,  southeastern  ELECTRIC  REi  I  ABILITY  COUNCIL  (SERC) 

* 

Florida 

; 

FLORIDA  KEYS  ELEC  COOP 

4,970 

4,970 

BELChEr  OIL(EXXON) 

100.0 

4,970 

FLORIDA  P  X  L 

3,376,027 

3,376,027 

x  EXXON 

15.0 

506,524 

BELCHER  OIL  (EXXON) 

t'r 

85.0 

2,870,303 

♦FLORIDA  POWER  CORPORATIOfj 

1,529,600 

1,529*600 

\  EXXON 

60.0 

917,760 

y  AMERADA  HESS  CORP 

40.0 

611,640 

• 

FORT  PIERCE,  CITY  OF 

30,500 

30*500 

NEW  ENGLAND  PETRO 

100.0 

30,500 

GAINESVILLE,  CITY  OF 

EASTERN  SEABOARD 

90,580  -  '  k- 

90,580 

100.0 

90,580' 

Wf  power  CO. 

9,763 

9*763 

BAKER  SERVICE(EXXON) 

100,0 

9,763 

FEDERAL  REGISTER,  VOL  39,  NO.  190 — MONDAY,  SEPTEMBER  30,  1974 


NOTICES 


35287 


-9- 

'W 


JACKSONVILLE  ELEC.  AUTH. 

VEN  FUEL  INC 

,  i  CONOCO  | 

718*000 

82.6 

17.4 

593*068 

124*932 

718*000 

KEY  WEST  UTILITIES 
y  STD.OlL-KY 

62*694 

100.0 

£2*694 

62  *  694 

LAKE  WORTH  UTIL  AUTHORITY 
LAKELAND  LIGHT  8  WTR  DEPT 
•  BELCHER (STO.OlL-KY)r, 

0 

98.000 

100.0 

98*000 

0 

98*000 

NEW  SMYRNA  BEACH  >;<: 

ORLANDO  UTILITIES  COMM. 

NEW  ENGLAND  PETRO 

••  •  ' 

0 

450*071 

100.0 

450*071 

0 

450*071 

SEBRING  UTILITIES  COMM. 

UNION  OIL  OF  C A 

1  • 

2*800 

100.0 

2*800 

2*800 

•TALLAHASSEE*  CITY  OF 

UNION  OIL  OF  CA 

57.110 

100.0 

57*110 

57*110 

TAMPA  ELECTRIC  CO. 

*  western  istd.oil-ky>( 

143*000 

100.0 

143*000 

143*000 

VERO  BEACH  MUNICIPAL  POWER 
BELCHER  OIL(EXXON) 

14,144 

100.0 

14,144 

14*144 

GEORGIA 

GEORGIA  POWER  COMPANY 

NEW  ENGLAND  PETRO 

88.517 

100.0 

88*517 

88*517 

SAVANNAH  ELECTRIC  A  POWER  tO 
COLONIAL  OIL(EXXON) 

'  h 

1  84,000 

100.0 

184,000 

184*000 

MISSISSIPPI 

•  * 

MISSISSIPPI  POWER  CO. 

ERGON  I INTL  TRADING! 

BAKER  SERVICE (EXXON! 

£8  *  260 

45.0 

55.0 

30,717 

37*543 

68*260 

(.1- . 
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SOUTH  MISSISSIPPI  ELEC 

southlnd  oil 

AMERAOA  HESS  CORP 

49,129 

83,0 

17,0 

40*777 

8,352 

49,129 

north  Carolina 

- 

CAROLINA  POWER  4  LT. 

EXXON 

195,131 

100.0 

195,131 

195,131 

south  Carolina 

* 

S. CAROLINA  ELEC  &  GAS  CO 
EXXON  ? 

436,067 

100,0 

436,067 

436,067 

S. CAROLINA  PUB  SERV  AlltH 
AMERADA  HESS  CORP 

15,705 

100.0 

15,705 

15,705 

VIRGINIA 

VIRGINIA  ELECTRIC  POWER 

Exxon 

AMERADA  HESS  CORP 
AMOCO 

1,877,500 

64.0 

22.5 

13.5 

1,201,600 

422,438 

253,463 

1,877,500 

4.  southwest  power  pool 

COORDINATION  COUNCIL  (SPP) 

ARKANSAS 

ARKANSAS  ELEC  COOP 

LOGICON  INC  (SHELL) 

E  L  BRIDE(TEXACO) 

1 35,052 

•  80.0 

20,0 

108,042 

27,010 

135,052 

JONESBORO  WATER  AND  LIGHT 
DELTA  REFINING  CO 

E  L  BRIDE (MIDLAND) 

PL 

212 

83.0 

17.0 

176 

36 

212 

COLORADO 

•I 

CT&U,  S.COLO  PWR  01V. 
KANSAS 

0 

0 

CENTRAL  KANSAS  PWR 

GR.PLSrCRA-FARMLANO) 

1,667 

100.0 

1,667 

1,667 

1 
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CHAMUTEtClTY  OF 

MID  AMER. REFINING 

■W; ;  ' 

CLAY  CENTER  LT&WTR  a 
COFFEYVILLE  LT  4  PWR 
CT4U,  WESTERN  PWR  DIV 
KANSAS  GAS  *  ELLC 
KANSAS  POWER  S  LIGHT 
LARNEO  WTR  &  ELEC 
MCPHERSON  BD  OF  PUB  UTIL 
OTTAWA  WTR  4  LT 

carter  utr(Ahoco)'; 

V  • 

Louisiana 


200 


100,0 


200 


o 

0 

0 

0 

0 

0 

0 

975 


100.0 


975 


CENTRAL  LOUISIANA  ELECTRIC  C  0 


JONESBORO  POWER  4  LIGHT 

MIDDLE  SOUTH  SERVICES 

MURPHY  OIL  CORP  ; 

0 

1 *060,021 

30.0 

318,006 

TAUBER  OIL  CO 

20.5 

217,304 

SHELL 

. 

21.3 

225,784 

Exxon 

12.9 

136,743 

GULF 

9.5 

100,702 

‘  ERGON  INC  (EXXON) 

3.8 

40,281 

E  L  BRIDE(0KC  REF.) 

1.7 

18,020 

REESE  OIL(SUn  OIL) 

.3 

3,180 

southwestern  electric  power 

5,000 

falco 

100.0 

5,000 

200 


0 

*  0 
0 
0 
0 
0 
0 

975 


0 

0 

1,060*021 


5*000 
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MISSISSIPPI 

t  •  •  •  •  ••  • 

clarksdale  wtr  a  lt 

Q 

0 

YAZOO  CITY  PUB  SERV 

0 

0 

Missouri 

empire  oist  elec 

0 

0 

ST  JOSEPH  LT  3  PWR 

0 

0 

OKLAHOMA 

BLACKWELL  WTR  &  LT 

0 

0 

OKLAHOMA  GAS  3  ELEC 

0 

0 

WESTERN  FARMERS  ELEC  COOP 

0 

0 

Texas 

GULF  STATES  UTILITIES 

?00 « flOO 

200,000 

coastal  states  mktg 

37.5 

75,000 

tenneco 

16.1 

32,200 

lajet 

4.0 

0,000 

Exxon 

20.1 

40,200 

south  Hampton  co 

2  2.3 

44,600 

5 •  electric  reliability  coukcti. 

OF  TFXftS 

( ERCOT ) 

AUSTIN  CITY  elec  DEPT 

1*095 

1 « 095 

TES0R0 

100.0 

1,895 

BRAZOS  ELEC  COOP 

a 

0 

BRYAN,  CITY  OF 

0 

0 

OALLAS  POWER  3LT. 

0 

0 

'GARLAND, CITY  OF 

0 

'  0 
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'  •  ; 

HOUSTON  LIGHT  &  PWR 

AMERADA  HESS  CORP 

165,000 

100.0 

LOWER  COLORADO  RIVER  AUTh 
MEDINA  ELLC  COOP 

SAN  ANTONIO  PUB  SERV 

TESORO 

0 

0 

412,491 

100 .0 

TEXAS  ELEC  SERV 

TEXAS  PWR  8  LT 

WEST  TCXAS  UTIL 

0 

0 

0 

*  ■  -  ?:'• 

6*  MID- AMERICA  INTERPOOl  NETWORK  (MAIN) 


430.000 

98.0 

2.0 

47.053 

100.0 


ILLINOIS 

COMMONWEALTH  EDISON  CO. 
ALLIED  0. 

CLARK  OILiREF.CORP 

ILLINOIS  POWER  CO 
ALLIED  0. 

MISSOURI 


UNION  ELECTRIC 
APEX  OIL  CO 


47,500 

100.0 


Wisconsin 


SUPERIOR  WTR  &  LT 
WISCONSIN  ELEC  PWR 

INDUST  FUEL&ASPHALT 


0 

22.677 

100.0 


165,000 


412,491 


421,400 

8,600 

47,053 

47,500 

,22,677 


165,000 


0 

0 

412  tR9l 


0 

0 

0 


430,000 


47,053 


47,500 


0 

22,677 
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7 •  MID-CONTINENT  aKEa  RELIABILITY  COORDINATION  AGREEMENT  (MARCA) 


IOWA 


ATLANTIC  MUNICIPAL  UTILITIES 

fl 

0 

INTERSTATE  POWER 

49,751 

*  49*751 

northwestern  ref 

100.0 

49*751 

- 

lamoni  hunic 

0 

0 

Minnesota 

AUSTIN  UTILITIES 

1«006 

1*806 

NORTHWrSTERN  REF 

48.3 

672 

GUSTAFSON  OIL  CO 

33.0 

596 

W  H  BARBER 

18.7 

338 

FAIRMONT  WTR  &  LT 

0 

0 

MARSHALL  MUNICIPAL  UTIL 

114 

114 

E  L  RRIDE 

100.0 

114 

MINNESOTA  PWR  &  LT 

21,800 

21*800 

MURPHY  OIL 

100.0 

21*800 

northern  states  PWR 

0 

0 

OWATONNA  MUN  UTIL 

2.435 

2*435 

northwestern  REF 

60.0 

1*461 

GUSTAFSON  OIL  CO 

40.0 

974 

WORTHINGTON,  CITY  OF 

0 

0 

NEBRASKA 

f 

CENTRAL  NEBRASKA  PUBLIC 

0 

• 

0 

FAIRBURY  LT  &  WTR 

0 

0 

GRAND  ISLAND  ELEC 

8 , 686 

6*686 

E  L  BRIDE 

100.0 

8*686 
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HASTINGS  UTILITIES  OEPt  0  0 

LINCOLN  ELECTRIC  SYSTEM  .0  0 

r NEBRASKA  PUBLIC  POWER  DISTRI  15*121  15*121 

PANHANDLE  COOP  ASSOC  100.0  15*121 

OMAHA  PUB  PUR  DIST  0  0 

WISCONSIN 


LAKE  SUPERIOR  DlST  PWR  0  0 


A.  EAST  CENTRAL  AREA  RElIaBtLTTY  COORDINATION  AGREEMENT  (ECAR) 


MICHIGAN 


CLINTON  LT  *  WTR 

CRYSTAL  REFINING  C6 

CONSUMERS  POWER 

CONSUMERS  PWR-CRUOE. 
LAKESIDE  REFINING  CO 
OSCEOLA  REFINING  CO 
TOTAL  LEONARO  INC 
MURPHY.  Ml. DlV. AMOCO 
ENTERPRISE  OIL  CO 
BORON  OIL(STANDARO) 
INDUST  FUELAASPHALT 
RUPP  OIL  COMPANY 
gladiEux  REF 

DETROIT  EDISON  CO. 

SUN  OIL  LTD 
CANADIAN  FUEL  MKTRS 
ENTERPRISE  OIL  CO 
PETRO  PRODUCTS 
MARATHON  OIL 

GRANO  HAVEN  BD  PUB 
OSCEOLA  REF 


726 

100.0 

726 

338*720 

54.0 

182*909 

14.0 

47,421 

8.0 

27^  098 

4.0 

13*549 

6.0 

20*323 

6.0 

20*323 

3.0 

10*162 

2.0 

6*774 

2.0 

6.774 

1.0 

3.387 

419,ft78 

70.0 

293,915 

9.9 

41*568 

4.8 

£0*154 

5.4 

22,673 

9.9 

41*568 

1.790 

100.0 

1,790 

726 

338*720 


419*878 

1*790 
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HILLSDALE  RD  OF  PUli  WORKS 

LEWIS(GI  ADltUX  REF) 

1*900 

100,0 

1*900 

OHIO 

CLEVELAND  ELEC  1LLUMIN 

ALLIED  0. I  ASHLAND) 

195,405 

100,0 

195,405 

TOLEOO  EDISON 

SUN  OIL 

520 

100,0 

520 

' . PENNSYLVANIA 

ALLEGHENY  POWER  SERVICE 

114,200 

■  "  - 

ALLIED  0.<NEPC0) 

100,0 

114,200 

;  9.  WESTERN  SYSTEMS  COORDINATING 

COUNCIL 

(WSCC) 

ARIZONA 

ARIZONA  PUBLIC  SERVICE  CO. 

•  UNION  OIL  OF  CAL 

241,000 

63,0 

151*830 

PACIFIC  SOUTHWEST 

- 

16,5 

39,765 

SAN  JOAQUIN  REF 

16,5 

39,765 

BASIN  FUELS 

4,0 

9*640 

SALT  RIVER  PROJECT 

167*000 

.  TESORO 

12,4 

20,708 

DOUGLAS  OIL  CO 

2.8 

4*676 

GUSTAFSON  OIL  CO 

.9 

1*503 

MACMILLAN 

17.0 

28,390 

POWERlNE  OIL  CO 

18.1 

-  30,227 

LITTLE  AMERICA 

19.7 

32*899 

SAN  JOAQUIN  REF 

29.1 

48,597 

TUCSON  GAS  A  ELEC 

340,079 

, 

golden  gate  petro 

22.0  - 

-  74,817 

NAVAJO  REFINING 

5.0 

17,004 

TOSCO 

- 

43.0 

146,234 

UNION  OIL  OF  CA 

25.0 

85,020 

HOLLAND  OIL ( TOSCO ) 

5.0 

17,004 

1*900 

195*405 

520 

114*200 

241*000 

167*000 

340*079 
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california 


BURBANK  CITY  PUBLIC  SLR  • 

53.400 

83*400 

CARSON (GOLD .EAGLE  1 

100.0 

83.400 

GLENDALE  PUBLIC  SERVICES 

98.017 

98*017 

powerine  oil  CO 

100.0 

98.017 

IMPERIAL  IRRIGATION  DISTr 

0 

0 

LOS  ANGELES  DEPT  OF  WATER  * 

1  *  268 *000 

1*268*000 

ARCO 

59.8 

758,264 

edgington  OIL  CO 

20.9 

265,012 

petrobay 

7.6 

96.368 

newhall  refining  CO 

5.0 

63,400 

SAN  JOAQUIN  REF 

3.5 

44,380 

POWERINE  OIL  CO 

3.2 

40,576 

pacific  gas  A  ELECTRIC  Co 

1 .164.000 

‘ 1*164*000 

ARCO 

59.8 

696,072 

UNION  oil  of  ca 

4.0 

46.560 

PHILLIPS  PETROLEUM 

20.1 

233,964 

PERTA  OIL 

16.1. 

187.404 

pasadena  Power  co. 

117.582 

117*882 

gold. eagle 

100.0 

117,882 

SAN  DIEGO  GAS  A  ELECTRIC  CO. 

444.000 

444*000 

UNION  OIL  OF  CA 

29.8 

132*312 

* 

HIRI 

16.2 

71,928 

EDGINGTON  OIL  CO 

21.3 

94,572 

TESORO 

32.7 

145,188  . 

SOUTHERN  CALIF  EDISON 

4.392.000 

4*392*000 

STD.OIL-CAL 

50.1 

2  *200 , 392 

TEXACO 

9.7 

426,024  * 

ARCO 

7.8 

342,576 

EXXON 

20.4  v 

895,968 

PACIFIC  RESOURCES  . 

6.8 

298,656 

.  - 

MACMILLAN  R.F.OIL 

3.0  ' 

131*760 

CONOCO 

2.2 

96*624 
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C0L0RA00 


COLORADO  SPRINGS  LT  £  PWrt 
LAMAR  LT  &  PWR 

PUD  SERV  COLORADO 

PLATEAU  INC 

0 

0 

37,133 

100.0 

37,133 

- 

•  0 
0 

37 * 133 

MONTANA 

• 

m 

MONTANA  POWER 

Nevada 

0 

0 

NEVADA  POWER  COMPANY 

GUSTAFSON  OIL  CO 

HUSKY  OIL  COMPANY 

30,000 

54,0 

46.0 

16,200 

13,600 

. 

30,000 

SIERRA  PACIFIC  POWER 

golden  gate  petro 

29, 44 j 

100.0 

29*441 

29*441 

Nrw  MEXICO 

PLAINS  ELtC  GEN  £  TRANSM 

PUB  SERV  NEW  MEXICO 

OREGON 

0 

0 

0 

0 

PACIFIC  POWER  £  LIGHT  CO 

Texas 

0 

*\ 

- 

0 

COMMUNITY  PUD  SERV 

n 

0 
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EL  PASO  ELECTRIC 

121*350 

121*350 

southern  UNION 

74.5 

90*406 

TESORO 

25.5 

30*944 

UTAH 

UTAH  POWER  ALIGHT  CO* 

n 

0 

WASHINGTON 

PUGET  SOUND  POWER  ALIGHT  CO. 

0 

0 

SEATTLE  DEPT  OF  LI 

0 

0 

TACOMA  DEPT  OF  PUBLIC  UTlLlT 

0 

0 

10.  ASCC 

ALASKA 

CORDOVA*  TOWN  OF 

0 

0 

Hawaii 

HAWAIIAN  ELECTRIC  COMPANY 

729*466 

729*466 

STD.plL-CA 

100.0 

729.466 

HILO  ELEC  LT 

27.295 

27*295 

STD.olL-CA 

100.0 

27,295 

- 

KAUAI  ELECTRIC 

15.202 

15*202 

STD. OIL— CA 

100.0 

15,202 

MAUI  ELECTRIC 

42*751 

-  42*751 

STD.OIL-CA 

100.0 

42*751 
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!T  0  .;T.;  ' 


11.  NOT  OTHERWISE  CLASSIFIED 


UNK 


GUAM  PWR  AUTH 

U.S.nAvY 

R0.301 

100.0 

60.301 

ao«3oi 

PUERTO  RICO  WATtR  RESOURCES 
commonwealth  oil 

PUERTO  RICO  SUN  OIL 
CARIBBEAN  GULF  REF 

?»n?4,ll2 

50.0 

30.0 

20.0 

1.012.056 

607.234 

404,822 

2.024*112 

ST  CROIX.  V.I.  WTR  PWR 

AMERAOA  HESS  CORP 

39.542 

100.0 

39,542 

39.542 

ST  THOMAS*  V.I.  WTR  PWR 
AMERADA  HESS  CORP 

55.020 

100.0 

55,020 

55*020 
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RESIOUaL  fuel  OIL  ALLOCATIONS  TO  UTILITIES  for  THE  MONTH  OF  NOVEMBER  1974 


1.  NORTHEAST  POWER  COORDINATING  COUNCIL  AREA  (NPCC) 


CONNECTICUT 


NORTHEAST  UTILITIES 

AMERADA  HESS  CORP 

TAD  JONES  CO  (GULF ) 

WYATT  INC  (EXXON) 

H  N  HARTWELL4S0N  INC 

1 * 953*332 

68*0 

21.0 

10.0 

1.0 

1*328*266 

410*200 

195*333 

19,533 

m. 

1,953*332 

UNITED  ILLUMINATING  CO 

TEXACO 

wyatt  inc  (Exxon) 

761*000 

87.0 

13.0 

662*070 

98*930 

761,000 

Maine 

BANGOR  HyORO  ELEC.  CO* 

SPRAGUE 

36.429 

100.0 

36,429 

36*429 

CENTRAL  MAINE  POWER  CO. 

TEXACO 

313.261 

100.0 

313,281 

313*281 

MAINE  PUBLIC  SERVICE  CO. 

DEAD  RIV.O.tSPRA&UE) 

3*069 

100.0 

3*069 

3*069 

MASSACHUSETTS 

BOSTON  EOlSON  CO. 

WHITE  FUEL  (TEXACO) 

EXXON 

SPRAGUF 

739*098 

46.0 

42.0 

12.0 

339*985 
310*421 
*  88  *  692 

739*096 

t 

BRAINTREE  ELEC.  LT.  DEPT. 

CK  SMlTH(GOLD. EAGLE) 

15*  648 

100.0 

15,648 

15*648 

E. UTIL. ASSOC. (MONTAUPSQLACKS 
TEXACO 

290,000 

100.0 

290*000 

290*000 

FITCHBURG  GAS  S  EL. 

NORTHEAST  PETROLEUM 

13*929 

100.0 

13,929 

13*929 

HOLYOKE  GAS  AND  ELECTRIC 

WYATT  INC  (EXXON) 

5,392 

100.0 

5,392 

5*392 

NEW  ENG.  ELEC 

ASIATIC  PETRO  CORP 

GOLD. EAGLE 

969,000 

60.0 

40.0 

393*400 

395,600 

989*000 
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NEW  ENG*  G  X  E 

'646.000 

- 

646,000i 

NEW  ENGLAND  PETRO 

* 

84*8 

547*808 

i 

WHITE  FUEUTEXACO) 

15*2 

98*192 

.  i 

PEABODY  ELECTRIC  LT  DEPT 

0 

o! 

TAUNTON  MUN.  LT • 

104.844 

104, 8443 

QUINCY  OIL  CO  (EXXON 

* 

.100*0 

104.844 

* 

NEW  HAMPSHIRE 

y  *  4 

PUB  SER  OF  N.H. 

561.000 

561,000  . 

SPRAGUE 

26*3 

147.543 

.  *  "i 

CONOCO 

73.7 

413.457 

i 

*  .4 

NEW  YORK 

\ 

* 

CENTRAL  HUDSON  GAS  *  ELEC  CO 

1*183.470 

•  i 

1,183*470  S 

AMERAOA  HESS  CORP 

100.0 

1.183,470 

CONSOL  EDISON  OF  NY 

3*90?.. 000 

3*902*000 

NEW  ENGLAND  PETRO 

45*5 

1.775*410 

Exxon 

20.6 

All « 616 

AMERADA  HESS  CORP 

22*3 

870 « 146 

•  TEXACO 

11.4 

444,826 

FREEPORT.  VILLAGE  OF 

20.400 

20*400 

BURNS  BROS  O.(NEPCO) 

100*0 

20,400 

LONG  ISLAND  LIGHT  CO* 

1  .590.000 

* 

1,590*000 

NEW  ENGLAND  PETRO 

100*0 

1,590,000 

NIAGARA  MOHAWK  POWER  CO* 

683.870 

683*870 

NEW  ENGLAND  PETRO 

100.0 

683,870 

ORANGE  &  ROCKLAND  UTILITIES 

1.102.784 

1.102*784 

NEW  ENGLAND  PETRO 

31.6 

348,480 

HOWARD  FUEL  CORP 

68*4 

754,304 
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ROCHESTER  GAS  4  ELECTRIC 

11*188 

ALLIED  0 

29.7 

3,323 

KONOCO  OIL  COMPANY 

70.3 

7*865 

rhooe  jslano 

NEWPORT  ELECTRIC  CORP 

7*165 

CK  SMITH 

ioo.o 

7.165 

2*  HID-aTLANTIC  AREA  COORDINATION  AGREEMENT  (MaaC) 

DELAWARE 

•  • 

OELMARVA  PuR  4  LT 

559*983 

steuart  petroleum  CO 

22.0 

123*196 

TEXACO 

5.0 

27,999 

GULF 

8.0 

44.799 

CONOCO 

65.0 

363*989 

DOVER*  CITY  OF 

43*967 

TEXACO  , 

100.0 

V 

43,967 

0ISTRICT  0F  COLuMrIa 

POTOMAC  ELEC*  PWR. 

1*125*000 

ASIATIC  PETRO  CORP 

79.0 

888*750 

steuart  petroleum  CO 

21.0 

236,250 

MARYLAND 

BALTIMORE  GAS  4  ELECTRIC 

961*809 

AMERADA  HESS  CORP 

52.7 

.506 , 873 

EXXON. 

.  47.3 

454,936 

NEW  JERSEY 

ATLANTIC  CITY  ELECTRIC  CoMPA 

201*924- 

• 

AMERADA.  HESS  CORP 

100.0 

201.924 

GPU  integrated  system 

385*979 

AMERADA  HESS  CORP 

91.6 

353*557 

SWANN  OIL  INC 

5*0 

19,299 

arcone  oil  co*. 

2.4 

9*263 

SHIPLEY -HUMBLE. 

1.0 

3,860 

11 t 188 

7 * 165  ; 

•  “ 

-  1 

559*983 

43*96? 

1*125*000 

961*809' 

201*924 

.385*979 


X 
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public  service  electric 

AMERADA  HESS  CORP 

Exxon 

1*442*000 

78.0  1, 

22.0 

124*760 

317*240 

1,442*000 

vinelano.city  of  elec. 

SWANN  OIL  INC 

64,979 

100.0 

64,979 

64*979  " 

PENNSYLVANIA 

m 

PENNSYLVANIA  PWR  &  LT 
PHILADELPHIA  ELECTRIC  CO. 

arco 

AMERADA  HESS  CORP 

GULF 

NEW  ENGLANO  PETRO 
TEXACO 

CONOCO 

0 

1,046,000 

28.5 

21.5 

9.0 

2.1 

24,0 

14.9 

298,110 

224,890 

94,140 

21*966 

251*040 

155*854 

,1 

0  •} 

1,046*000 

* 

3.  SOUTHEASTERN  ELECTRIC 

rei i ability  council  iserci 

FLORIDA 

FLORIDA  KEYS  ELEC  COOP 
BELCHER  OIL(EXXON) 

1,114 

100.0 

1*114 

1*114 

FLORIDA  P  3  L 

EXXON 

BELCHER  OIL(EXXON) 

2*820*708 

15.0 

85.0  2 

423*106 

,397*602 

2,820*708 

FLORIDA  POWER  CORPORATION 
EXXON 

AMERADA  HESS  CORP 

1*371*600 

60.0 

40.0 

822*960 

;548,640 

1,371*600 

FORT  PIERCE,  CITY  OF 

NEW  ENGLAND  PETRO 

26,000 

100.0 

26,000 

26*000 

GAINESVILLE,  CITY  OF 
castern  seaboard 

89.831 

100.0 

89.831 

89.831 

GULF  POWER  CO. 
JACKSONVILLE  ELEC.  AUTH. 
VEN  FUEL  INC 

CONOCO 

0 

642,000 

82.6 

17.4 

530,292 

111,708 

0 

642*000 
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KEY  WEST  UTILITIES 

STD.OlL-KY 

53*089 

100.0 

53*069 

53*069 

LAKE  WORTH  UTIL  AUTHORITY 
LAKELAND  LIGHT  *  WTR  DEPT 
BELChERISTD.OIL-KY) 

0 

83*000 

100.0 

83,000 

* 

o> 

63,000 

NEW  SMYRNA  BEACH 

ORLANDO  UTILITIES  COMM. 

NEW  ENGLAND  PETRO 

0 

431*596 

100.0 

431,596 

0  : 

43.1,596 

SEBRING  UTILITIES  COMM. 

union  oil  of  ca 

800 

100.0 

800 

600 

TALLAHASSEE*  CITY  OF 

UNION  OIL  OF  CA 

40*413 

100.0 

40*413 

40*413 

/ 

TAMPA  ELECTRIC  Co. 

western  isto.oil-ky) 

176*000 

♦  ■ 

100.0 

176*000 

176,000 

VERO  BEACH  MUNICIPAL  POWER 
BELCHER  OIL(EXXON) 

17.119 

100.0 

17,119 

17*119 

'  GEORGIA 

GEORGIA  POWER  COMPANY 

SAVANNAH  ELECTRIC  l  POWER  CO 
COLONIAL  OIL(EXXON) 

0 

303,800 

100.0 

303,800 

0 

203*800 

Mississippi 

MISSISSIPPI  POWER  CO. 
ERGONCINTL  TRADING) 

BAKER  SERVICE ( EXXON ) 

66*130 

45.0 

55.0 

.  29,759 

•  36,372 

66*130 

SOUTH  MISSISSIPPI  ELEC 
SOUTHLND  OIL 

AMERADA  HESS  CORP 

37.473 

83.0 

17.0 

31*103 

6,370 

37*473 
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NORTH  Carolina 


CAROLINA  POWER  &  LT • 
Exxon 


south  Carolina 


S. CAROLINA  ELEC  &  GAS  CO 

Exxon 

S. CAROLINA  PUB  SERV  AUTH 
VIRGINIA 


VIRGINIA  ELECTRIC  POWER 
EXXON 

AMERADA  HESS  CORP 
AMOCO 


215.384 

100.0 


446.666 

100.0 


0 


1 .963*444 

64.0 

22.5 

13.5 


215,384 


446 . 666 


1,256.604 

441.775 

265,065 


215.384) 

I 

* 


j 

446,666' 

.1 


i 


l,963»‘*44| 

* 

} 

s 

& 


4.  SOUTHWEST  POWER  POOL  COORDINATION  COUNCIL  (SPP) 


ARKANSAS 


ARKANSAS  ELEC  COOP 

logicon  inc  (Shell) 

E  L  BRtDE(TExACO) 

JONESBORO  WATER  AND  LIGHT  PL 
COLORADO 


CT&U,  S.cOlO  PWR  DIV. 
Kansas 


CENTRAL  KANSAS  P'WK 

GR.PLS(CRA-FARMLArjD) 

CHANUTE.ClTY  OF 

MID  AMER. REFINING 


124,523 


60.0 

20.0 


0 


490 


3,405 

100.0 


?9H 

100.0 

t 


99,618 

24,905 


3,405 

290 


124.523 

C 

490 

3,405 

> 

29C 
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CLAY  CENTER  LT&WTR 

C0FFEYVILLE  LT  &  PWR 

CT4U  *  WESTERN  PWR  D1V 

0 

•  0 

0 

KANSAS  GAS  A  ELEC 

FRONTIER  PRODUCTION 

2f  09a 

15,3 

321 

ASPH*PETRO  INDUST 

84.7 

1*777 

KANSAS  POWER  S  LIGHT 

0 

LARNED  WTR  &  ELEC 

261 

CARTER  WTR 

100.0 

261 

MCPHERSON  RO  OF  PUR  UTIL 

NTL  COOP  REFINERY 

2*490 

100.0 

2*490 

OTTAWA  WTR  &  LT 

CARTER  wtriamoco) 

636 

100.0 

836 

Louisiana 

CENTRAL  LOUISIANA  ELECTRIC  C 

0 

JONESBORO  POWER  &  LIGHT 

0 

MIDDLE  SOUTH  SERVICES 

murphy  oil  corp 

655,365 

30.0 

196*610 

TAUBER  OIL  CO 

20.5 

134,350 

SHELL 

21.3 

139,593 

EXXON 

12.9 

84*542 

GULF 

9.5 

62,260 

ERGON  INC  (EXXON) 

3.8 

24,904 

E  L  BRIDE(0KC  REF.) 

1.7 

11*141 

REESE  OIL ( SUN  OIL) 

.3  * 

1*966 

southwestern  electric  POuEP 

0 

• 

MISSISSIPPI 

• 

CLARKSDALE  WTR  6  LT 

0 
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2*096 
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2*490 


636 


0 

0 

655*365 


0 
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YAZOO  CITY  PUB  SERV  0 

Missouri 

EMPIRE  DlST  ELEC 
E  L  BRIDE 


1.200 

100,0 


ST  JOSCPH  LT  A  PWR  0 

OKLAHOMA 


BLACKWELL  WTR  A  LT  0 

OKLAHOMA  GAS  A  ELEC  0 

WESTERN  FARMERS  ELEC  COOP  0 

TEXAS 


GULF  STATES  UTILITIES 
COASTAL  STATES  MKTG 
TENNECO 
LA  JET 
EXXON 

SOUTH  HAMPTON  CO 


POO. 000 

37.5 

16.1 

4.0 

20.1 

22.3 


1*200 


75.000 

32.200 

6.000 

40.200 
44.600 


5.  ELECTRIC  RELIABILITY  COUMCTI  OF  TEXaS  (ERCOT) 


AUSTIN  CITY  ELEC  DEPT 
BRAZOS  ELEC  COOP 

BRYAN.  CITY  OF 

PETROLEUM  T&T(3  RIVE 

0 

0 

8,649 

100.0 

6,649 

DALLAS  POWER  ALT. 
GARLANO.ClTY  OF 

PRIDE  REFINERY  INC 
DELTA  REFINING  CO 

0 

3,600 

74.7 

25.3 

.  2,839 

961 

HOUSTON  LIGHT  &  PWR 

AMERADA  HESS  CORP 

37.000 

100.0 

37.000 
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0 


1.200 


0 


0 

0 

0 


200.000 


0 

0 

6.649 


0 

3.600 


37.000 
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LOWER  COLORADO  RIVER  AUTh  "  0 

MEDINA  ELEC  COOP  ..  0 

SAN  ANTONIO  PUB  SERV  350*055 

TESORO 

TEXAS  ELEC  SERV  0 

TEXAS  PWR  &  LT  0 

WEST  TEXAS  UTIL  33,028 

PRIDE  REFINING  INC 


6 •  MID-AMERICA  INTtRPOOL  NETWORK  (MAIN) 


0 

0 

350*055 

100,0  350*055 

0 

0 

-  33*028 

100,0  33*028 


ILLINOIS 


COMMONWEALTH  EDISON  CO, 
allied  0. 

CLARK  OILXREF.CORP 


430*000 


98,0 

2,0 


421.400 

8.600 


430.000 


ILLINOIS  POWER  CO 
MISSOURI 


UNION  ELECTRIC 
APEX  OIL  CO 

WISCONSIN 


SUPERIOR  WTR  &  LT 
WISCONSIN  ELEC  PWR 

indijst  fuel&asphalt 


0 


0 


13,796 

100,0 


13,796 


13.796 


0 

32,406 

100,0 


32,406 


0 

32,406 


7.  MIO-CONTINENT  AREA  RELlAnll.TTY  COORDINATION  AGREEMENT  (MARCA) 


Iowa 

Atlantic  municipal  utilities 


o 
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interstate  power 

51*890 

51.890 

NORTHWESTERN  ref 

100.0 

51«890 

LAMONI  MUNIC 

n 

i 

0 

Minnesota 

AUSTIN  UTILITIES 

3*060 

3.060 

.  NORTHWESTERN  REF 

98*3 

1.478 

GUSTAFSON  OIL  CO 

33*0 

1.010 

• 

W  H  BARBER • 

18*7 

572 

FAIRMONT  WTR  A  LT 

-  0 

i 

0 

MARSHALL  MUNICIPAL  UTIL 

1*214 

i.2i4  : 

E  L  BRIDE 

100.0 

1.214 

MINNESOTA  PWR  A  LT 

26.950 

26.950 

MURPHY  OIL 

100.0 

26.950 

northern  states  PWR 

0 

0 

owatonna  mun  util 

8*516 

8*516 

northwestern  ref 

60,0 

5.110 

GUSTAFSON  OlL  CO 

40*0 

3.406 

W0RTHIN6T0N,  CITY  OF 

ft 

0 

-  NEBRASKA 

CENTRAL  NEBRASKA  PUBLIC 

24.380 

24.380 

FARMLAND  INDUSTRIES 

100.0 

24.380 

FAIRBURY  LT  A  WTR 

4.000 

' 4.000 

carter  utritexacoi 

100.0 

4  *  000  * 

.GRANO  ISLAND  Ei.EC 

23.520 

23*520 

E  L  BRIDE 

100.0 

•  23.520 

HASTINGS  UTILITIES  UEPT 

2.066 

2#  066 

CARTER  WTR 

100.0 

2 . 066 
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LINCOLN  ELECTRIC  SYSTEM 
NEBRASKA  PUBLIC  POWER  DlSTRl 
PANHANDLE  COOP  ASSOC 

OMAHA  PUR  PWR  OIST 
WISCONSIN 


n 

15*760 

100*0 


15*760 


15*780j 


| 

0^ 


LAKE  SUPERIOR  OIST  PWR  0  *  oj 

8*  EAST  CENTRAL  AREA  RELIABILITY  COORDINATION  AGREEMENT  IECAR ) 


MICHIGAN 


CLINTON  LT  &  UTR 

768 

■  -•  ‘ 

766 ! 

crystal  refining  CO 

100.0 

766 

I 

1 

CONSUMERS  POWER 

552*600 

1 

352  * 600  j 

consumers  pwr-cruoe 

54.0 

190*404 

! 

lakeside  refining  CO 

14.0 

49*364 

OSCEOLA  REFINING  CO 

6.0 

26*206 

TOTAL  LEONARD  INC 

4.0 

14*104 

MURPhY  MI. DIV. AMOCO 

6.0 

21*156 

ENTERPRISE  OIL  CO 

6.0 

21*156 

BORON  OIL(STANOARD) 

3.0 

10.578 

INDUST  FUCL&ASPHALT 

2.0 

7*052 

RUPP  Of  COMPANY 

2.0 

7*052 

GLADiEUX  ref  . 

1.0 

3*526 

DETROIT  EDISON  Co. 

299*164 

299*164 

SUN  OIL  LTD 

70.0 

209*415 

CANADIAN  FUEL  MKTRS 

* 

9.9 

29,617 

ENTERPRISE* OIL  CO 

4.6 

.  14*360 

PETR0  PRODUCTS 

5.4 

-  16,155 

MARATHON  OIL 

9.9 

29,617 

GRAND  HAVEN  BD  PUB 

996 

996 

OSCEOLA  REF 

100.0 

996 

HILLSDALE  BD  OF  PUB  WORKS 

3*020 

3*020 

Lewis! gladieux  ref) 

100.0 

3,020 

FEDERAL  REGISTER,  VOL  39,  NO.  190— MONDAY,  SEPTEMBER  30,  1974 


35310 


NOT1C8S 


-32- 


OHIO 


CLEVELAND  ELEC  ILLUMIN 

207*476 

ALLIED  O.IASHLANO) 

100,0 

207*476 

TOLEDO  EOISON 

31*634 

SUN  OIL 

.  100,0 

31*634 

PENNSYLVANIA 

ALLEGHENY  POWER  SERVICE 

91 • AOO 

ALLIED  O.CNEPCO) 

100,0  . 

91*800 

9.  western  systems  coordinating 

COUNCIL 

CWSCC) 

ARIZONA 

ARIZONA  PUBLIC  SERVICE  Co* 

136*398 

UNION  OIL  OF  Cal 

63*0 

85,931 

PACIFIC  SOUTHWEST 

16,5 

22*506 

SAN  JOAQUIN  REF 

16.5 

22*506 

•  BASIN  FUELS 

4*0 

5*456 

SALT  RIVER  PROJECT 

248*360 

TESORO 

12*4 

30,797 

DOUGLAS  OIL  CO 

2.8 

6*954 

GUSTAFSON  OIL  CO 

•  9 

2,235 

MACMILLAN 

17.0 

42*221 

POWERlNE  OIL  CO 

18,1 

44*953 

LITTLE  AMERICA 

19.7 

48*927 

SAN  JOAQUIN  REF 

29,1 

72,273 

TUCSON  GAS  A  ELEC 

196,173 

GOLDEN  GATE  PETRO 

22,0 

43,158 

NAVAJO  REFINING 

5.0 

9,809 

TOSCO 

43.0 

84,354 

UNION  OIL  OF  CA 

25,0 

49,043 

HOLLAND  OILUOSCO) 

5.0 

9,809 

California 

BURBANK  CItY  PUBLIC  SER. 

00,200 

CARSONCGOLD.EAGLE) 

100.0 

80,200 

207*47f 

31*634 

91*800 

136*390 

248*360 

196*173 

00*200 
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GLENDALE  PUBLIC  SERVICES 
POWERINE  OIL  CO 

83,639 

100.0 

83,639 

IMPERIAL  IRRIGATION  DISTR 

LOS  ANGELES  UEPT  OF  WATER  * 
ARCO 

0 

1*569*000 

59.8 

936,262 

EDGINGTON  OIL  CO 

.20.9 

327*921 

petroBay 

7.6 

119,244 

NEWHaLL  REFINING  CO 

5.0 

76,450 

SAN  JOAQUIN  REF 

3.5 

54,915 

POWERINE  OIL  CO 

3.2 

50*206 

PACIFIC  GAS  X  ELECTRIC  Co 

ARCO 

1 *410,000 

59,8 

843*180 

UNION  OIL  OF  CA 

4.0 

56,400 

PHILLIPS  PETROLEUM 

20.1 

283,410 

PERTA  OIL 

16,1 

227,010 

PASADENA  POWER  Co, 

GOLD. EAGLE 

95*769 

100.0 

95,769 

SAN  DIEGO  GAS  -X  ELECTRIC  CO. 
UNION  OIL  OF  CA 

950,000 

29.8 

283,100 

HIRI 

16.2 

153,900 

EDGINGtON  oil  CO 

21.3 

202,350 

TESORO 

32.7 

310*650 

southern  calif  Edison 

STD.OlL-CAL 

4*487,000 

50.1 

2,247*987 

TEXACO 

9.7 

435,239 

ARCO 

7.8 

349,966 

EXXON 

20.4 

915,348 

PACIFIC  RESOURCES 

6,8 

.305,116 

MACMILLAN  R.F.OIL 

3.0 

-134,610 

CONOCO 

2.2 

98,714 

Color ad° 

COLOR A00  SPRINGS  LT  4  PWR  0 


83*639 

0 

1,569*000 

1,410*000 

95*769 

950*000 

/ 

4 « 487  *  000 
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LAMAR  LT  l  PWR 

0 

0 

PUB  SERV  COLORADO 

87*443 

87,443 

PLATFAU  INC 

100,0 

87,443 

MONTANA 

MONTANA  POuiEK 

0 

0 

NEVADA 

- 

NEVADA  POWER  COMPANY 

119,189 

119,189 

GUSTAFSON  OIL  CO 

54.0 

64,362 

HUSKY  OIL  COMPANY 

46.0 

54,827 

SIERRA  PACIFIC  POWER 

55,546 

55,546 

GOLDEN  GATE  PETRO 

— -  - 

100,0 

55,546 

NEW  MEXICO 

• 

PLAINS  ELLr  GEN  &  TRANSM 

n 

0 

PUB  SERV  NEW  MEXICO 

13,193 

13,193 

PLATFAU  INC 

39.8 

5,251 

SHELL 

26.4 

3,483 

thriftway 

5.4 

712 

- 

NAVAJO  REFINING 

24.1 

3,180 

STD.OlL-TEXAS 

4.3 

567 

OREGON 

PACIFIC  POWER  &  LIGHT  CO 

0 

0 

Texas 

COMMUNITY  PUB  SERV 

?33 . 

• 

233 

STD • OlL-TEX As 

100.0 

233 

EL  PASO  ELECTRIC 

116,520 

116,520 

SOUTHERN  UNION 

74.5 

86,807 

TESORO 

25.5 

29,713 
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UTAH 


UTAH  POWER  SLIGHT  CO. 

0 

"r 

0 

WASHINGTON 

PUGET  SOUND  POWER  SLIGHT  CO. 

133*059 

133*859 

ROSSO  INC 

1.0 

1*339 

PACIFIC  northern 

16.0 

21*417 

- 

HOME  OIL  CO 

2.0 

2*677 

SOUTH  CENTER  OIL 

16.5 

22*087 

lilyblad 

8.5 

11*378 

cascaoe 

8.0 

10*709 

OLDS  OLYMPIC 

4.0 

<  5*354 

SHELL 

44.0 

58*898 

SEATTLE  DEPT  OF  LI 

0 

0 

TACOMA  DEPT  OF  PUBLIC  UTlLlT 

0 

0 

10.  ASCC 

ALASKA 

CORDOVA* • TOWN  OF 

0 

0 

HAWAII 

HAWAIIAN  ELCCTRIC  COMPANY 

079*083 

- 

679*083 

std.oIl-ca 

100.0 

679*083 

HILO  ELEC  LT 

26,455 

26,455 

STD.OIL-CA 

100.0 

26,455 

KAUAI  ELECTRIC 

1.5,353 

15*353 

STD.OIL--CA 

100.0 

. 15,353 

MAUI  ELECTRIC 

38*140 

30*140 

STD.OlL-CA 

f 

100.0 

38,140 

11.  NOT  OTHERWISE  CLASSIFIED 

• 

- 

UNK 

GUAM  PWR  AUTH 

92,700 

92,700 

u.s.navy 

100.0 

92*700 
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PUERTO  RICO  WATER  RESOURCES 
commonwealth  oil 

PUERTO  RICO  SUN  OIL 
CARIBBEAN  GULF  REF 

1*964*691 

50.0 

30.0 

20.0 

982*446 

589*467 

392 * 978 

1.964*891 

ST  CROIX..  V.I.  WTR  PW'R 

AMERADA  HESS  CORP 

39.54? 

100.0 

39*542 

39*542 

ST  THOMAS*  V.I.  WTR  PVR 
AMERADA  HESS  CQRP 

55.020 

i 

100.0 

55.020  . 

55*020 
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Latest  Edition 

Guide  to  Record  Retention 
Requirements 


[Revised  as  of  January  1,  1974] 


This  useful  reference  tool  is  designed 
to  keep  businessmen  and  the  general 
public  informed  concerning  the  many 
published  requirements  in  Federal  laws 
and  regulations  relating  to  record 
retention. 

The  89-page  “Guide”  contains  over 
1,000  digests  which  tell  the  user  (1) 
what  type  records  must  be  kept,  (2) 
who  must  keep  them,  and  (3)  how  long 


they  must  be  kept  Each  digest  carries 
a  reference  to  the  full  text  of  the  basic 
law  or  regulation  providing  for  such 
retention. 

The  booklet’s  index,  numbering  over 
2,200  items,  lists  for  ready  reference 
the  categories  of  persons,  companies, 
and  products  affected  by  Federal 
record  retention  requirements. 


Prk*:  $1.20 
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